In/Out Function 


328.0: ee This port is high during special playback (CUE,REV,SLOW,STILL) mode, head cleaning and so on. 


| 29 | O |VSYNC(L This port is low when detecting the V-Sync signal. 


30 FULL. ERASE ) |Full erase on/off control. 
ON : High 
OFF : Low 


POS.SW3 
Position (Mode) Name 
OS ee Oe I Oe ERC we 
Pp OCU CTCL St CCASSETTEDOWN 
POS. SW2 Po CT ~~ SSCdT~SCiSSC*dRVRREVSLOW CS 
po TMI (LOADING/UNLOADING) _| 
P| arostonstorr 
POS. Swi a A CS 
= EO 
a INE 
(*1) The Pinch Roller is on the Capstan motor shaft. 
| 34 | | |GnD (GND. 
| 35 | | |GND GND. 
| 36 | O |16M.START(H) — [Control signal of 16 MHz Oscillator. 
| 37 | - [svid) [Digital sv. 
r 381 |16MHzIN [Oscillator input. 
| 39 | O |16MHz.OUT | Oscillator output. 
| 40 | = |GND(OSC) __ [Oscillator GND. 
| 41 [| 1 [82KHz.IN [Oscillator input. 
| 42 | O [32KHz.OUT __ |Oscillator output. 
| 43 | 1 |RESET(L) __ [Reset low input. 
p44 | 0 [FIP] [FIP onfoffconol. ———SOCCSCSCSCSCSSCSOTC‘C~C~C;CSCS~*™Y 
| 45 |_O |FIPIOSDCS [Chip Select terminal for FIP drver&OSDucomSSCS~SCSCS 
| 46 | 0 |CAL(H) ___[Auto-adjustment of Audio IC is in progress, this terminal goes tohight, 
| 47 | | |POWERKEY(H) [Poweron/offkeyinput, 
| 48 | | |STAB(L) [This port receives low when inserting the cassette tape with safety tab. 
| 49 |_O_|AIMES(H) [AI REC mesurement isin progress, this terminal goestohigh. SSCS 
P50 | O |HALFWAVE(H) |Capstandriverselection. ——CSC~C—~CSCSCSC*d 
| 51 | O |P.OFF(H)  [Poweroffhighoutput. 
| 52 | 0 |EX.FF/REW (L) [This port supplies low during except FF and REW modes. 
F538 | 0 Notused __[ThisterminalkeepsLowsignal. SS SSCSC~—“~S*~*~“‘“‘~‘~‘~‘~*~*~*~S~S~*™ 
F 54 | 0 |Notused __[ThisterminalkeepsLowsignal. —SOSOSCS~—SCSCSC‘C~C~S~S~* 
| 55 | © |UNLOADING(H) [This port supplies high during the mechanismis unloaded 
| 56_| © |LOADING(H) _|This port supplies high during the mechanism isloaded. SSCS 
a ee 
[5 [0 [sieert) [Super poner save mode set teminal 


PAL- aGDK Swen 4 

I/L: High 

D/K: Impedance 

B/G: Low 
SECAM/PAL System 2 

SECAM: Low 

OTHERS: High 
NTSC(L) System 5 

60 Hz: Low 

50 Hz: High 


